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PAGE 01 SEOUL 09018 260657Z 
ACTION COME-OO 

INFO OCT-01 EA-10 ISO-OO EB-08 /019W 

007081 260704Z/16 

P 260642Z OCT 77 

FM AMEMBASSY SEOUL 

TO SECSTATE WASHDC PRIORITY 7172 


Message Text 


LIMITED OFFICIAL USE SEOUL 9018 

E.O. 11652: N/A 
TAGS: BENC, KS 

SUB J : MAJOR PROJECT: INDUSTRIAL PRODUCTS INSPECTION CENTERS 
REF: A) STATE 255338, B ) SEOUL 8999, C) SEOUL 7420 

1 . WE HAVE LOCATED SOURCE WITHIN EMBASSY WHO STATES THAT "RFP" 
MEANS SOMETHING OTHER THAN RICHMOND FREDRICKSBURG AND POTOMAC 
(RAILROAD). 

2. AS STATED FINAL SENTENCE PARA 2, REF (C), REQUEST FOR 
PROPOSALS WILL BE ISSUED AFTER ADB APPROVES SHORT LIST OF PRE- 
QUALIFIED FIRMS. INASMUCH AS ADB APPEARS INDISPOSED TO APPROVE 
SHORT LIST WITHOUT RECEIVING LITERATURE FROM AMERICAN FIRMS. 

IT IS UNLIKELY THAT NIRI WOULD HAVE RECEIVED ADB CONFERENCE 
BY WEEK OF NOVEMBER 7. WE EXPECT RFP TO BE ISSUED EARLIEST 
MID-NOVEMBER. 

SNEIDER 
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